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OCT 19b:. 


The Honorable Stewart L. Uttali- 
Secretary of the Interior 
Washington, D. C. 

Dear Mr. Uilaiir 



la munm r to the Acting Secretary *g letter of 30 aegt ewfeer to 


Me. McCone, w wish to redesignate Mr. 
the Cartography Division,, as this Agency*! - 
Geographic Usees, m& Mr, 


Chief of 
of the BDtsri of 


| Chief of the Pub- 

ilea ticm Division,, Offloe of Basic Date! 1 leerwe . ,« deputy member 
for the two-year tens ending September 30, 1965 . 


STAT 

STAT 


} .noereXy. 


-*gy J. Clin* 

«VU -i Director ( IcteXJ.lgence } 


STAT 


STAT 


Distribution: 

Origin and 1 - Addressee 
»1 - ExReg . 

‘-±-> t - DD/I (w/basic) 

2 - OAD/RR 
2 - Ch/G 
1 - AD/BI 
1 - D/ GG 
: 1 - D/GG 
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•wxn /7581 (1 Oct 63 ) 


pci 3 a 1 3 an ,0 


(tAtliulivt Sittiiwa.i* 1 •— ■V<cp 


i •y t-'ihJuM. 


\ 


Approved For Release 2002/08/21 : CIA-RDP80B01676R002900030002-8 

S 6 fD(O c f 





Approved For Release 2002/08/21 : CIA-RDP80B01676R002900030002-8 . 

unMoHiS 4 ^ 

DEPARTMEm - OF THE INTERIOR 
OFFICE OF THE SECRETARY 
WASHINGTON 25, D. C. 


i o m 


Dear Mr. McCone: 


Under the provisions of the act establishing* the .Board, on. Geographic, 
Names, a copy of which is enclosed, the members are appointed bjj^the 
heads of the represented departments for two-year terns. Sincere 
termB of all members expire on September 30, it will be in or deafer 
you to appoint a member and a deputy member to represent the C^Bfral 
Intelligence Agency for the two-year term ending September 30,^3 965. 


The member and deputy present ly representing your A gency are L_ — 
| | as the member and | 68 b* 1 ® depByy . 


Sinrerelv vours , 


.-3 

*-u 

CV> 


iAgtjpg Secretary of the Interior 


Hon. John A. McCone 
Director 

Central Intelligence Agency 
Washington, D. C. 


Enclosure 
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